Mr. Young explained the work which was performed on
the outside of the bin once the inside work was done, and
his testimony is as follows {Tr. 83).

Q.  You did another weld on the outside
of the bin all the way around?

A.  Yes.

Q.  How did you match up the columns,
the stub columns?

A.  They were matched when they come
around, all except one was a couple inches
off.  One of the two bins weren't the same
size.  When we drawed it around it was a
slight bit larger, so it throwed one of the
columns off a couple of inches, to the best
of my remembrance.

Q.  Did you bring that to Mr. Necessary's
attention?

A.  Yes, sir, later in that week we did.

Q.  Did you do the welding of that column before
he knew about it?

A,  I don't recall.  I am not sure.

Mr. Young was shown a copy of a signed statement he
gave to MSHA' s special investigator on July 9, 1984, and he
acknowledged that it is his statement (Tr. 84; exhibit P-2) .
A portion of the statement was read into the record, as follows
below, and Mr. Young acknowledged that it was true (Tr. 85-86):

We started welding on the top part of the
bin and when we got all the way around to the
last column, I, the other welder, Stewart and
Gillespie and the foreman Joe Necessary noticed
the top H-beam was off center about two inches.

Mr. Young explained that he noticed the columns were
out of line the week after the vacation period ended, and
he explained further as follows (Tr. 86-89):

Q.  What I am trying to understand is when did
you first notice that they were out of line?
The week after the vacation was over?

A.  While we was working on the outsides of
the bin, we noticed a bludge inside the bin.
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